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E.O. 11652: NA 
TAGS: ENRG, AS 

SUB J : SECRETARY'S IEA/OECD PROPOSALS 

REF: A. STATE 128184 

B. STATE 126216 

C. STATE 124719 

1. IN ABSENCE OF FOREIGN MINISTER WILLESEE AND 
SECRETARY OF FOREIGN AFFAIRS RENOUF, AMBASSADOR AND 
E/C COUNSELOR MET JUNE 3 WITH PARKINSON, DEPSEC, 
DEPARTMENT OF FOREIGN AFFAIRS, PURSUANT REFS (B) AND (C). 

2. AMBASSADOR DELIVERED AIDE-MEMOIRE SUMMARIZING U.S. 
PROPOSALS IN IEA AND OECD SPEECHES, EXPLAINING BACKGROUND 
PER REFTELS AND REQUESTING GOA SUPPORT. AMBASSADOR 
STRESSED IMPORTANCE U.S. ATTACHES THESE INITIATIVES 
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SUPPORT THROUGH VARIOUS DEPARTMENTS AND IN VARIOUS 
INTERNATIONAL FORA IN WHICH INDIVIDUAL QUESTIONS WOULD 
ARISE AND BE DEALT WITH. 

3. PARKINSON EXPRESSED SYMPATHETIC INTEREST IN U.S. 
APPROACH AND PROMISED TO ARRANGE FOR PROMPT STUDY OF 
U.S. PROPOSALS AS WELL AS DRAWING PROPOSALS AND EMBASSY 
AIDE-MEMOIRE TO THE ATTENTION OF PRIME MINISTER AND ALL 
RELEVANT GOA DEPARTMENTS. 

4. EMBASSY GREATLY APPRECIATED DEPARTMENT'S PROMPT 
RESPONSE, REF (A), TO OUR INQUIRY. THE INFORMATION 
PROVIDED WAS VERY HELPFUL IN OUR PRESENTATION TO DFA. 
GREEN 
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